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E.O. 11652: 


TAGS: EAGR, PEOR, NATO, SWEL, SREF, MMOL 

SUBJECT: NATO CIVIL EMERGENCY PLANNING (CEP): CENTRAL 
SUPPLY AGENCY - EAST (CSA(E)) TRAINING SESSION 

REES: A. JHH (77)73 DTG 0516572 APR 77 
B. MD(77)60 DTG 1310002 APR 77 

1 . MR. ANDRE MARCELLIN WILL ATTEND CSA (E) SESSION, 

ARRIVING COPENHAGEN PAA ELT 44 ON SATURDAY 7TH MAY. 

PLEASE EXTEND RESERVATIONS AT "MISSIONS HOTELLET" FROM 
7TH THROUGH 1 ITH MAY. 

2. MR. MARCELLIN WILL VISIT NATO HQS BRUSSELS FOR 
CONSULTATIONS 12THAND 13THMAY. REQUEST RESERVATIONS 

AT HOTEL ARENBERG, RUE D'ASSAUT, OR COMPARABLE ACCOMMODA- 
TIONS, FOR 12TH AND 13TH MAY. 
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